ETag: "0c551113d8a587077e20aeeddfae4c7c"
accept-encoding: identity
authorization: AWS wEnuXrqrUECRSr5A:REDACTED_BY_IA_S3
connection: close
content-length: 2760
content-md5: DFURE9ilhwd+IK7t365MfA==
content-type: application/xml
date: Fri, 15 Mar 2013 19:03:13 GMT
expect: 100-Continue
host: s3.us.archive.org
user-agent: Boto/2.5.2 (linux2)
x-archive-meta-article-type: research-article
x-archive-meta-contributor: JSTOR
x-archive-meta-date: 1826-01-01
x-archive-meta-description: <p>"Errata: Observations of the Apparent Distance and Positions of 380 Double and Triple Stars, Made in the Years 1821, 1822, and 1823, and Compared with Those of Other Astronomers; Together with an Account of Such Changes as Appear to Have Taken Place in Them Since Their First Discovery. Also a Description of a Five-Feet Equatorial Instrument Employed in the Observations" is an article from <a href="/search.php?query=collection%3Ajstor_philtranroyasoc3%20AND%20volume%3A116">Philosophical Transactions of the Royal Society of London, Volume 116</a>.</p> <p>View more articles from <a href="/search.php?query=collection%3Ajstor_philtranroyasoc3">Philosophical Transactions of the Royal Society of London</a>.<br />View <a href="http://www.jstor.org/stable/10.2307/107795">this article on JSTOR</a>.<br />View <a href="/download/jstor-107795/10.2307_107795.xml">this article's JSTOR metadata</a>.<br /></p><p>You may also retrieve all of this items metadata in JSON at the following URL: <a href="https://archive.org/metadata/jstor-107795">https://archive.org/metadata/jstor-107795</p>
x-archive-meta-identifier: jstor-107795
x-archive-meta-imagecount: 2
x-archive-meta-issn: 02610523
x-archive-meta-journalabbrv: philtranroyasoc3
x-archive-meta-journaltitle: Philosophical Transactions of the Royal Society of London
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pagerange: xix
x-archive-meta-publisher: Philosophical Transactions of the Royal Society of London
x-archive-meta-source: http://www.jstor.org/stable/10.2307/107795
x-archive-meta-title: Errata: Observations of the Apparent Distance and Positions of 380 Double and Triple Stars, Made in the Years 1821, 1822, and 1823, and Compared with Those of Other Astronomers; Together with an Account of Such Changes as Appear to Have Taken Place in Them Since Their First Discovery. Also a Description of a Five-Feet Equatorial Instrument Employed in the Observations
x-archive-meta-volume: 116
x-archive-meta01-collection: jstor_philtranroyasoc3
x-archive-meta01-external-identifier: urn:jstor-headid:10.2307/j100835
x-archive-meta02-collection: jstor_ejc
x-archive-meta02-external-identifier: urn:jstor-articleid:10.2307/107795
x-archive-meta03-collection: additional_collections
x-archive-meta03-external-identifier: urn:jstor-issueid:10.2307/i206981
x-archive-meta04-external-identifier: urn:jstor-journalid:10.2307/j100588
x-archive-queue-derive: 0
